From acme_ent@bellsouth.net Mon Mar 19 11:33:11 2007
Return-Path: <acme_ent@bellsouth.net>
X-Sender: acme_ent@bellsouth.net
X-Apparently-To: ts2068@yahoogroups.com
Received: (qmail 54811 invoked from network); 19 Mar 2007 18:33:11 -0000
Received: from unknown (66.218.67.34)
  by m48.grp.scd.yahoo.com with QMQP; 19 Mar 2007 18:33:11 -0000
Received: from unknown (HELO imf25aec.mail.bellsouth.net) (205.152.59.73)
  by mta8.grp.scd.yahoo.com with SMTP; 19 Mar 2007 18:33:10 -0000
Received: from ibm69aec.bellsouth.net ([72.146.111.30])
          by imf25aec.mail.bellsouth.net with ESMTP
          id <20070319183238.ONDH2692.imf25aec.mail.bellsouth.net@ibm69aec.bellsouth.net>
          for <ts2068@yahoogroups.com>; Mon, 19 Mar 2007 14:32:38 -0400
Received: from [192.168.1.96] (really [72.146.111.30])
          by ibm69aec.bellsouth.net with ESMTP
          id <20070319183238.HFQT29413.ibm69aec.bellsouth.net@[192.168.1.96]>
          for <ts2068@yahoogroups.com>; Mon, 19 Mar 2007 14:32:38 -0400
Message-ID: <45FEE4A6.2070308@bellsouth.net>
Date: Mon, 19 Mar 2007 14:29:42 -0500
User-Agent: Thunderbird 1.5.0.4 (Windows/20060516)
MIME-Version: 1.0
To: ts2068@yahoogroups.com
References: <etmhdm+l57e@eGroups.com>
In-Reply-To: <etmhdm+l57e@eGroups.com>
Content-Type: text/plain; charset=ISO-8859-1; format=flowed
Content-Transfer-Encoding: 7bit
X-Originating-IP: 205.152.59.73
X-eGroups-Msg-Info: 1:0:0:0
From: Glen Goodwin <acme_ent@bellsouth.net>
Subject: Re:Technical Help Needed
X-Yahoo-Group-Post: member; u=227385039; y=1dXZQP09PKZrQP97yMdJyZUNMCNrAXjIuu46F-AWcXI5kLr0FUs34eQiVg
X-Yahoo-Profile: glen_goodwin2003

Paulo --

I have his address at home and will dig it up for you.

If I forget, please remind me in a few days ;-)

Glen
0/0

Paulo Leite wrote:
> Hi Glen,
> 
> Thanks for the tip. Does anyone know how I can get in touch with him?
> 
> Paulo
> 
> --- In ts2068@yahoogroups.com, Glen Goodwin <acme_ent@...> wrote:
>> Hi Paulo --
>>
>> Just FYI John Oliger still repairs these units for a very
>> reasonable fee.
>>
>> Glen
>> 0/0
>>
>> Paulo Leite wrote:
>>> Guys,
>>>
>>> Maybe someone with a little technical knowledge can help me: my TS2068
>>> was connected to an Oliger Expansion Board with a floppy interface,
>>> and in the back of the expansion I had an Aerco printer interface. I
>>> stepped on the wrong cord under the table, the printer interface moved
>>> and short-circuited everything. After disconnecting and reconnecting
>>> and testing, the computer itself worked fine, the printer interface is
>>> OK, but the floppy interface is a goner. I've replaced all of the
>>> integrated circuits on both Oliger boards, including the memory chip
>>> and the disk controller, tested the capacitors, diodes and other
>>> parts, checked the EPROM, but the thing is still not working.
>>>
>>> To be more exact, it seems to be working, kind of: when I try the
>>> simple tests recommended on the manual, the floppy controller does
>>> what is expected (activates the drive motor and such. But when I
>>> connect both boards, the computer doesn't boot up, I get a very
>>> colorful screen of vertical lines. If I press the "magic button" (NMI)
>>> the board apparently saves the snapshot or the screen to disk. But the
>>> basic never regains control.
>>>
>>> Now (finally) I ask: could the problem be in the computer itself, even
>>> though it appears to be fine? Maybe in the memory bank switching
>>> circuit? I don't know enough digital electronics to figure it out, but
>>> maybe someone will have an idea of what could be happening...
>>>
>>> Thanks in advance for any help.
>>>
>>> Paulo Leite
>>>
>>>
>>>
>>>
>>>
> 
> 
> 

